













‘The Perfect Death”, 1977, Venetian glass, silk paper, 19 x 19 x 2 inches 



“The Moon Books”, 1989, 16 pieces of gilded marble and gilded wooden table, 40 x 197 inches 




































“The Rose Table of Perfect”, 1989, 3333 roses, 39 inches 


























“The Angel”, 1989,120 Venetian Glass ^heres, ea 7 V4 inches diameter 
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THE SPINNING ORACLE OF DELPHI, 1986 
GILDED ANTIQUE TERRA COTTA AMPHORA, 77 BY 77 BY 126 INCHES 


AT MARY BOONE GALLERY 




UNTITLED (AMERICAN FLAG) FROM “TWO PRESIDENTS.” C. 1974 
SILK ACETATE, 380 BY 88 INCHES 


AT PERRY RUBENSTEIN GALLERY 









THE ANGEL, 1989 

125 GLASS SPHERES, 8 INCHES DIAMETER EACH 


AT MICHAEL WERNER GALLERY 
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